ACRONYMS AND ABBREVIATIONS 

2BE3 2B extended feature generic #3 

3A CC 3A Processor Control Complex 

ALU automatic line insulation testing 

AMA automatic message accounting 

AMACS automatic message accounting collection system 

AMARC automatic message accounting recording center 

APC AMARC protocol converter 

CAI call assembly index 

CAMA centralized automatic message accounting 

CAROT centralized automatic reporting on trunks 

CCITT Comite Consultatif International Telephonique et Tel- 
egraphique 

COER central office equipment reports 

CM call identity index 

CRC cyclic redundancy check 

DDD direct distance dialing 

DL data link 

DLI data-link interface 

DMA direct-memory access 

DN directory number 

DTMF dual-tone multifrequency 

EADAS Engineering and Administrative Data Acquisition Sys- 
tem 

EMF electromotive force 

ESS electronic switching system 

EVE extreme value engineering 

FCG false cross or ground 

FIFO first-in/first-out 

I/O input/output 

LAMA local automatic message accounting 

LAP link access procedure 

LAPB link access procedure B 

LTAB line test access bus 

LTC local test cabinet 

LTD local test desk 

MAB metallic access bus 

MCD minimum chargeable duration 

MF multifrequency 

MLAP metallic line access port 

MSF multi-scan function 

NORGEN network operations report generator 

OSS operation support system 



1551 



P(R) 


receive sequence number 




P(S) 


send sequence number 




PMJ 


path memory for junctor 




PMR 


path memory remote 




POB 


peripheral order buffer 




PUC 


peripheral unit controller 




RAM 


random access memory 




RAO 


revenue accounting office 




RLT 


remote line test 




ROB 


remote order buffer 




ROH 


receiver off-hook 




ROM 


read-only memory 




ROTL 


remote office test line 




RSS 


remote switching system 




RTS 


remote testing system 




sec 


switching control center 




SIE 


stable information entry 




SPCS 


Stored Program Control Systems 




SPUC/DL 


serial peripheral unit controller/data link 




TCR 


transient call register 




TDAS 


Traffic Data Administration System 




TNOP 


Total Network Operation Plan 




TRC 


tip-ring to ground 




TRL 


transistor resistor logic 




TSS 


Trunk Servicing System 




TTP 


trunk test panel 




TTY 


teletypewriter 




TWT 


traffic work table 




USART 


universal synchronous-asynchronous receiver 
mitter 


-trans- 


use 


universal service circuit 




VEN 


virtual equipment number 
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